THE WITNESS:  Yeah, right.

JUDGE KOUTRA.S :  Yet, you didn't exercise your
safety rights, and refuse to go?

THE WITNESS:  Not knowing full well, what all
was involved, I didn't really feel that I
could, not knowing any specifics on it.

Thomas Barrett, respondent's employee relations representative,
confirmed that he was at the mine on December 28, 1982, and was
aware of the elevator problem.  He identified exhibit G-3 as
a memorandum he prepared from his own personal notes relating
to the events of December 28, and he confirmed that he was
present when Mr. Hager informed Mr. Willis that he had
changed his mind about offering to transport Mr. Hogan and
Mr. Ventura into the mine through the slope (Tr. 273-276) .

Respondent's Testimony and Evidence

John F. Lusky, testified that he is employed by the
Schindler Haughton Elevator Company as an elevator mechanic,
and he described his duties and experience.  He confirmed
that he received a service call on the afternoon of December 28,
1982, and he went to the mine in response to information that
there was a "problem with the elevator not automatically
returning to the top, and that it had made a stop.  It was
traveling up, and it made a stop" (Tr. 288) .  Mr. Lusky
identified exhibit R-l as a copy of a service record indicating
the work which he performed on the elevator in question, and
he estimated that he arrived at the mine at 6:00 p.m.  He
confirmed that he found no malfunction with the elevator while
he was there, but did-indicate that he visually inspected
the elevator, adjusted some switch contacts, and he changed
a relay contact since he believed it had something to do with
returning the car to the top.  While he indicated that it was
possible that the contactor was related to the elevator
stopping, he did not believe this was likely because there
is very little current passing through the contactor (Tr. 292).
He also explained the adjustments he made to certain switches,
and confirmed that the work he performed on the elevator did
not relate to or affect the safety features of the elevator.
He also confirmed that the safety features were not by-passed
or "jumpered out", and he could not determine what caused
the elevator to stop (Tr. 293).

Mr. Lusky stated that during the time he was at the
mine the elevator was safe.  Based on the work he performed
on the elevator, he was of the opinion that it was safe
earlier in the day.  He confirmed that the elevator will
not run if the doors do not close properly, and in his
opinion the fact that there is a problem wit'h doors would
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